DOCKETED ITEMS      99

-9005030193 Notice of consideration of issuance of amend to License DPR-75 & pro-
posed NSHC determination & opportunity for hearing.Amend revises Tech Specs to
increase MSIV allowable closure time from 5 s to 8 s.
STONE.J.C. Project Directorate I-2. 90/04/20. 9pp. 53715:306-53715:314.

9005030196 Forwards Amend 90 to License DPR-75 & safety evaluation. Amend
changes Tech Specs to allow completion of fourth fuel cycle w/max charging pump
flow exceeding Tech Spec limit of 550 gprn by less than 1 %.

BOGER.B.A. Assistant Director for Region I Reactors. 90/04/20. MILTENBERGER.S.
Public Service Electric & Gas Co. of New Jersey. 4pp. 53719:249-53719:263.

-9005030199 Amend 90 to License DPR-75,allowing completion of fourth fuel cycle w/
max charging pump flow exceeding Tech Spec limit of 550 gpm by less than 1%.
BOGER.B.A. Assistant Director for Region I Reactors. 90/04/20. 6pp. 53719:253-
53719:258.

-9005030201 Safety evaluation supporting Amend 90 to License DPR-75.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/20.  5pp.
53719:259-53719:263.

9005070048 Notification of Significant Licensee Meeting 90-056 w/util on 900425 in
King of Prussia,PA re mat meeting concerning recent plant problems.
NIMITZ.R.L Region 1, Ofc of the Director. 90/04/20. Region 1, Ofc of the Director.
2pp. 53745:154-53745:155.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030025 Advises that listed personnel authorized to sign NPDES related corre-
spondence & repts.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 90/04/25.
CAPORALE.G. New Jersey, State of. 1p. 53705:133-53705:133.

9005030065 Advises of rev of estimated completion date for penetration seal
project-Schedule now reflects estimate of 11,645 penetrations & factored in installa-
tion rates based upon actual work experience.

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 90/04/25. Docu-
ment Control Branch (Document Control Desk). 2pp. 53715:335-53715:336.

9005070243 Responds to 900404 request re station blackout.Licensee presently recon-
stituting station blackout project team in order to fully assess third party audit findings
& establish scope & schedule for rework activities.

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 90/04/30. Docu-
ment Control Branch (Document Control Desk). 5pp. 53747:220-53747:225.

9005230249 Forwards agenda for NRC Region I Radiation Protection Manager Confer-
ence on 900523-24 in King of Prussia, PA.

KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. MILTENBERGER.S. Public
Service Electric & Gas Co. of New Jersey. 6pp. 53920:319-53920:324.

9005110274 Provides schedule for implementation of corrective actions re slow MSIV
closures experienced at plant.per 900420 requestCompletion of preliminary design
change package acceptable to MSIV vendor planned for 900730.
CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 90/05/07. Docu-
ment Control Branch (Document Control Desk). 2pp. 53818:355-53818:356.

9005160112 Informs of plans to revise Rept NFU-0039,Rev 1 to address reactor physics
core modeling methods only.Rept will also reflect 18-month cycle experience.
CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 90/05/09. Docu-
ment Control Branch (Document Control Desk). 3pp. 53877:078-53877:080.

9005160116 Advises that installation of mods to post-accident sampling sys delayed
until 900901.Delay due to work control process & commitment tracking tools failing to
recognize significance of item.Procedure upgrades will be completed by 901001.
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 90/05/09. Doc-
ument Control Branch (Document Control Desk). 2pp. 53836:321-53836:322.

9005230308 Forwards SER identifying open items remaining to be resolved re NUREG-
0737.TMI Item II.D.1, "Performance Testing of Relief & Safety Valves." Open items
include.PORV piping analysis & PORV control circuitry qualifications.
STONE.J.C. Project Directorate I-2. 90/05/10.  MILTENBERGER.S.  Public Service
Electric & Gas Co. of New Jersey. 23pp. 53914:309-53914:331.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005220180 Forwards replacement Page 3/4 5-6a for insertion in Amend 84 to License
DPR-75.inadvertently omitted from original submittal re surveillance requirements for
ECCS.

STONE.J.C. Project Directorate I-2. 90/05/14.  MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 53902:001-53902:004.

-9005220182 Corrected Amend 75 to License DPR-84,replacing Tech Spec Page 3/4
5-6a re surveillance requirements for ECCS.

*  NRC - No Detailed Affiliation Given. 90/05/14. 1p. 53902:004-53902:004.

9005240082 Provides suppi response to Generic Ltr 89-06 re SPDS. Reliability of SPDS
addressed by installation of uninterruptible power supply & programmatic std devel-
oped to maintain process control.

MCCRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 90/05/14. Doc-
ument Control Branch (Document Control Desk). 2pp. 53924:220-53924:221.

9005220137 Advises that util 900320 response to Generic Ltr 89-19 per USI A-47
acceptable.based on implementation of steam generator overfill protection sys & veri-
fication of sys operability.

STONE.J.C. Project Directorate I-2. 90/05/15. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 1p. 53879:335-53879:335.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 138pp. 53903:092-53903:277.

9005210231 Informs that util response to Generic Ltr 89-06 on SPDS at facility per
NUREG-0737,Suppl 1 requirements satisfactorily resolved.

STONE.J.C. Project Directorate I-2. 90/05/16. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 1p. 53866:202-53866:202.

9005220168 Forwards corrected Page 3/4 3-21 for Amend 69 to License DPR-75.Page
revised to include Number 2 to min channels operable column under Functional Unit
S.c.i re start motor driven pumps.

STONE.J.C. Project Directorate I-2. 90/05/16. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 53902:206-53902:209.

-9005220171 Corrected Page 3/4 3-21 to Amend 69 to License DPR-75.

*  NRC - No Detailed Affiliation Given. 90/05/16. 1p. 53902:209-53902:209.

9005240262 Application for amends to Licenses DPR-70 & DPR-75. consisting of Rev 3
to License Change Request 84-01,revising reporting requirements.per Generic Ltrs 83-
43 & 85-19,for submitting radial peaking factor limit rept.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 90/05/18. Document
Control Branch (Document Control Desk). 21pp. 53908:206-53908:361.

-9005240266 Proposed Tech Specs re reporting requirements for reactor trip sys re-
sponse time & limiting condition for operation & surveillance requirements for RCS.

*   Public Service Electric & Gas Co. of New Jersey. 90/05/18. 135pp. 53908:227-
53908:361.

Q. Inspection reports, IE Bulletins & correspondence

9004270036 Forwards policy statement on fitness-for-duty.in response to Insp Repts 50-
272/90-10,30-311/90-10 & 50-354/90-07.Policy statement will be disseminated to all
site personnel as attachment to paychecks & included as part of bid spec.
PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 90/04/17. Docu-
ment Control Branch (Document Control Desk). 4pp. 53632:269-53632:272.

9004300178 Forwards Insp Repts 50-272/90-12 & 50-311/90-12 on 900411-18.Viola-
tions re miscalculation of safety injection pumps flow rates in ECCS flow balance veri-
fication surveillance procedure noted but not cited.

KANE.W.F. Region 1. Ofc of the Director. 90/04/20. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 3pp. 53655:178-53655:187.

-9004300182 Insp Repts 50-272/90-12 & 50-311/90-12 on 900411-18.No violations
noted.Major areas inspected:circumstances & licensee response to identification of
miscalculations in ECCS flow balance verification surveillance test.
NIMITZ.R.L. Region 1, Ofc of the Director. 90/04/19. 7pp. 53655:181-53655:187.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005080321 Requests submission of Westinghouse reassessment of NRC Bulletin 88-
002, "Rapidly Propagating Fatigue Cracks in Steam Generator Tubes."
TAM.P.S. Project Directorate I-4. 90/05/03, SIEBER.J.D. Duquesne Light Co. 3pp.
53767:347-53767:352.

-9004230506 Outlines plan & basis for plan to update steam generator tube fatigue
evaluations performed by Westinghouse in response to NRC Bulletin 88-002.
JOHNSON.WJ. Westinghouse Electric Corp. 90/03/27. RICHARDSON.J.E. Division of
Engineering Technology (Post 890827). 3pp. 53767:350-53767:352.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160203 Proposes workshop on 900620-21 in King of Prussia.PA to promote better
understanding of NRC insp program.Proposed agenda.w/keynote speakers & outline
for breakout sessions enci.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 4pp. 53851:357-53851:360.agement & Decommissioning (Post
